PLATE   LXI     THE   FIRST   USE   OF   ETHER   ANAESTHESIA   IN   BRITAIN

Peter Squire administering ether to a patient at University College Hospital in 1846, while

amputation.     Young Joseph Lister, seen  at left in  profile,  stands facing List on.   (page  304)

Robert Liston  performs an